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August 26 , 



MEMORANDUM FOR: Mr. John McMahon 

Deputy Director of Central Intelligence 

SUBJECT : Computer Security Project 

REFERENCE : Memorandum of August 20 to Executive Steering 

Group (COMPUSEC) Requesting Additional 
Information on Candidate Critical Systems 

In response to your memorandum of August 20, the attached 
information is provided to assist in determining whether the 
INR Information Handling System (INR/IHS) meets the selection 
criteria for the final list of critical systems. 

Please let me know if l can be of further help on this 
project. 



Hugh Montgomery 


< 


Attachments: 
As Stated 


CONFIDEMTIAl : 
DECL: OADR 
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CONFIDENTIAL 


Background Information for 
Candidate Critical Systems 


c. 

d. 

e. 

f . 

g 


IKR/IBS the criteria sP|Cifiea in paragraph 3 

of DDCI memo dated July 8, 1983 as wca 
reliance of users on SCI material. 

The only intelligence information in the INR/IHS was 
originated by CIA and NSA. 

INR/IHS is a dedicated compartmented system, (system hig 
Audit trails are created for operator usage. 

Compartmented classifications are affixed by origina 

and remain on material in the system. 

The INR/IHS, does not interconnect with any other y 

users are limited to INR personnel who have TS/SI/TK/G 
clearances. 




CONFIDENTIAL 
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